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DRAFTED BY A/SY/OPS/T: W GILLIAM:JK 
APPROVED BY A/SY/OPS/T: D G FISCHER, CHIEF 
DESIRED DISTRIBUTION 
A/SY/FO/NEA 

050427Z 061470/73 

R 04223 1Z APR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY DAMASCUS 
INFO AMEMBASSY ATHENS 
AMCONSUL KARACHI 

CONFIDENTIAL STATE 074812 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: INSTALLATION OF INTRUSION ALARMS 

REF; KARACHI 1546 

LINES FROM PDI 803 MONITOR TO REMOTE TRANSMITTERS CARRY 
ONLY DC CURRENTS AND OCCASIONAL PULSES. SINCE THESE 
PULSES ARE TRANSMITTED ONLY WHEN AN ALARM IS INITIATED, 

THEIR OCCURRENCE IS SO RARE THAT THEY WOULD CAUSE NO 
SIGNIFICANT INTERFERENCE TO OTHER LINES. THEREFORE, 

SHIELDED CABLE IS USED BY THE INSTALLER ONLY WHEN HE 
FEELS THAT IT IS NECESSARY TO PROTECT THE ALARM LINES 
FROM SOURCES OF ENERGY WHICH MIGHT INTRODUCE INTO THE 
LINES PULSES WHICH WOULD RESULT IN FALSE ALARMS. 
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